Blood Electrification Therapy 

Considered Quackery by Western Medicine 

528 Hz Blood Electrification Unit 
Synopsis of 528 Hz ~ Blood Electrifcation Unit: 
Essentially, what this unit entails is a Modulated DC SO¬ 
SO Volt Output of 528 Hz Sine Wave Form. This uses any 
embedded or other Linux Kernel. The Command : speaker- 
test -t sine -f 528 -1 1000000 ; The left channel is then used, 
the minus (-) terminal goes to the VCC+ terminal and is in 
series with the kernel making 528 Hz ~ Modulated DC ... 

The subject then holds on to two 1/4 inch audio plugs and 
gets an adjustable jolt that can be adjusted by the volume and 
number of 9 volt batteries hooked in series, this electrifies 
blood and stimulates autonomous meridian responses ... 





